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In vitro perfusion monitor (Rinaldi, P.C. (23) 71) 


Periodontal mechanosensitive unit 
Mechanical stimulator; Vector composition; Trapezoid wave; 
Operational amplifier circuit (Taira, K. (23) 43) 


Photocuring glue 

Input-—output analysis; Microiontophoresis; Prepotential; Steel 
microelectrode; Juxtacellular recording (Gottschaldt, K.-M. 
(23) 233) 


Photodetector 
Movement recording; Microcomputer; Analog—digital conver- 
sion (Kelly, T.M. (23) 35) 


Photoreceptor 
Biosensor; Membrane electrode; Glutamate; Neurotransmitter 
(Diaz, G.V. (23) 63) 


Polyclonal antibodies 

Neuromedin B; Radioimmunoassay (RIA); Rat; Spinal cord; 
Brain; High performance liquid chromatography (HPLC) 
(Lazarus, L.H. (23) 161) 


Positron tomography 
Opioid receptors; [!!C]Diprenorphine; Man (Jones, A.K.P. 
(23) 121) 


Postmortem 

Human; Brain; Cortex; Tract-tracing; Pyramidal neuron; 
Horseradish peroxidase; Neuroanatomy; Tract-tracing (Beach, 
T.G. (23) 187) 


Postmortem human brain 
Striate cortex; Basal ganglia; Horseradish peroxidase; Neuro- 
peptide Y (Haber, S. (23) 15) 


Prepotential 
Input—output analysis; Microiontophoresis; Photocuring glue; 
Steel microelectrode; Juxtacellular recording (Gottschaldt, K.- 
M. (23) 233) 


Pyramidal neuron 

Postmortem; Human; Brain; Cortex; Tract-tracing; Horsera- 
dish peroxidase; Neuroanatomy; Tract-tracing (Beach, T.G. 
(23) 187) 


Radioimmunoassay (RIA) 

Neuromedin B; Polyclonal antibodies; Rat; Spinal cord; Brain; 
High performance liquid chromatography (HPLC) (Lazarus, 
L.H. (23) 161) 


Rat 
Neocortex explant; Tissue culture; Serum-free medium 
(Romijn, H.J. (23) 75) 


269 


Neuromedin B; Radioimmunoassay (RIA); Polyclonal an- 
tibodies; Spinal cord; Brain; High performance liquid chro- 
matography (HPLC) (Lazarus, L.H. (23) 161) 


Recording chamber 

Temperature regulation; Thermosensitive neuron; Thermo- 
sensitivity; Hypothalamus; Brain slice; Extracellular recording 
(Dean, J.B. (23) 225) 


Retrograde 
Fluoro-Gold: Autoradiography; Neuroanatomy; Anterograde 
(Reep, R.L. (23) 1) 


Retrograde tracing 

Fluorescent rhodamine-labeled latex microsphere; Electron mi- 
croscopy; Visual cortex; Tissue culture (Egensperger, R. (23) 
181) 


Rotation 
Computer; Stereotaxic (Ireland, W.P. (23) 85) 


Samarium magnet 
Magnetic sensor; Jaw movement recording; Freely moving 
animal; Electromyogram (EMG) (Yamada, Y. (23) 257) 


Semithin sectioning 
3-D reconstruction; Microscopy; Trough (Wali, N. (23) 91) 


Sensory-motor function 
6-Hydroxydopamine; Nociceptive stimulation; Dopamine 
(Carey, R.J. (23) 115) 


Serotonin 
Spinal cord; Dialysis; High performance liquid chromatogra- 
phy (HPLC); Electrochemical detection (Sorkin, L.S. (23) 131) 


Serum-free medium 
Rat; Neocortex explant; Tissue culture (Romijn, H.J. (23) 75) 


Simultaneous / multiple spike train analysis 

Conditional cross-interval correlation; Conditional interspike 
interval correlation; Cross-correlation technique; Cerebellar 
Purkinje neuron (Tam, D.C. (23) 23) 


Single cell 
Histology; Neuronal reconstruction; Horseradish peroxidase 
(HRP); Golgi; Stereology (Fahle, M. (23) 95) 


Slice chamber 
Epileptiform activity; Neocortical slice; Magnesium-free artifi- 
cial CSF; N-Methyl-p-aspartate (NMDA) receptor (Aram, 
J.A. (23) 211) 


Spinal cord 
Perfusion fixation; Ependyma; Central canal; Mouse (Bjugn, 
R. (23) 49) 
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Serotonin; Dialysis; High performance liquid chromatography 
(HPLC); Electrochemical detection (Sorkin, L.S. (23) 131) 


Neuromedin B; Radioimmunoassay (RIA); Polyclonal anti- 
bodies; Rat; Brain; High performance liquid chromatography 
(HPLC) (Lazarus, L.H. (23) 161) 


Statistical evaluation 
Image analysis; Antibody microprobe; Peptide release (Hendry, 
L.A. (23) 249) 


Steel microelectrode 

Input—output analysis; Microiontophoresis; Photocuring glue; 
Prepotential; Juxtacellular recording (Gottschaldt, K.-M. (23) 
233) 


Stereology 
Histology; Neuronal reconstruction; Horseradish peroxidase 
(HRP); Golgi; Single cell (Fahle, M. (23) 95) 


Numerical density; Synapse; Neocortex; Disector; Unfolding 
method (Calverley, R.K.S. (23) 195) 


Stereotaxic 
Rotation; Computer (Ireland, W.P. (23) 85) 


Striate cortex 
Basal ganglia; Postmortem human brain; Horseradish per- 
oxidase; Neuropeptide Y (Haber, S. (23) 15) 


Synapse 
Numerical density; Neocortex; Stereology; Disector; Unfold- 
ing method (Calverley, R.K.S. (23) 195) 


Temperature regulation 

Thermosensitive neuron; Thermosensitivity; Hypothalamus; 
Brain slice; Recording chamber; Extracellular recording (Dean, 
J.B. (23) 225) 


Thermosensitive neuron 

Temperature regulation; Thermosensitivity, Hypothalamus; 
Brain slice; Recording chamber; Extracellular recording (Dean, 
J.B. (23) 225) 


Thermosensitivity 

Temperature regulation; Thermosensitive neuron; Hypo- 
thalamus; Brain slice; Recording chamber; Extracellular re- 
cording (Dean, J.B. (23) 225) 


Tissue culture 


Rat; Neocortex explant; Serum-free medium (Romijn, H.J. 
(23) 75) 


Fluorescent rhodamine-labeled latex microsphere; Retrograde 
tracing; Electron microscopy; Visual cortex (Egensperger, R. 
(23) 181) 


Tract-tracing 

Postmortem; Human; Brain; Cortex; Pyramidal neuron; 
Horseradish peroxidase; Neuroanatomy; Tract-tracing (Beach, 
T.G. (23) 187) 


Postmortem; Human; Brain; Cortex; Tract-tracing; Pyramidal 
neuron; Horseradish peroxidase; Neuroanatomy (Beach, T.G. 
(23) 187) 


Trapezoid wave 

Mechanical stimulator; Vector composition; Operational 
amplifier circuit; Periodontal mechanosensitive unit (Taira, K. 
(23) 43) 


Trough 
Semithin sectioning; 3-D reconstruction; Microscopy (Wali, N. 
(23) 91) 


Unfolding method 
Numerical density; Synapse; Neocortex; Stereology; Disector 
(Calverley, R.K.S. (23) 195) 


Vector composition 
Mechanical stimulator; Trapezoid wave; Operational amplifier 
circuit; Periodontal mechanosensitive unit (Taira, K. (23) 43) 


Video cassette recorder 
Digital tape recorder; Multi-channel recording (Blaettler, M. 
(23) 139) 


Visual cortex 

Fluorescent rhodamine-labeled latex microsphere; Retrograde 
tracing; Electron microscopy; Tissue culture (Egensperger, R. 
(23) 181) 

















